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PSB. Passe: B- intelligence Aspects 


Problem: To determine how to humile the intelligence aspects 3: 
the probleme listed under I. 4. “Estisate of the Present 
Situation” on the PBB August 7 work list. 

Discussion: 

lL. The PSB anc the various departsental W planners 
and operators should make maxidum use of the existing intelligence 
agencies and machinery. then the PEB needs en intelligence study, 


it shouid discuss the neet with the appropriste intelligence tgene; 


(probably State, but if in doubt CIA may be consulted). Tne eppreg iat 
intelligence agency will then either 4teelf or in eonjunctice with +426 
other agencies through the: IAC or otherwise develop the requestec g aly 
Liaison will be ssintaine with the planners and operators oa oppra: ria... 


particularly with regard %o eveluation of the effectiveness of ©. 39 op: 


2. The P&B hae sexe: only for items 4, 5, am 7 unier 


the August 7 list. With respect to these three, Intelligence 44s 4 


eontribution to make only on iten 7, & Report of the presen. stats of 
U. 8. peychological operations. Pert of such 2 raport bas te co -i hb 


accessibility of audiences to various types of operations, counter -aser-* 


taken, size and charecteristias of audience, reactions uchieve. ant 
results to be anticipated. 


3. Three other items umer I.Ae are Blso of coneern te 


Intelligence, hovever, and they must Rot be tgnorei even thorgn tit PHE 


did not select them for immediate consideratico. These are iteve 


and 6. i 
1, 2, NSC review(s) completed. 
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a. Iten 1 - iatsiligence requirements. This is a witter or 
continual discussion setveen planners and operetors on th: one and 
and the &ppropriate intelligence agency on the other. It is be 't 
handled in temss of specific neecis as they arise since there is 
already considerebie muterial being prodused in the inte Liigenc. 
community. 
bd. Item 2 - Stuy of hostile operatéons to determin: Sovi:t 
objectivities uné strutegies. ‘This type of amplysis is aremiy 
going forwari in tha itate Departzent's R ares and eleewviere. 
It is suggested that State and ClA discuss activities in “his 
regard with the P35 staff to see how the lntter's meets cen de . at. 
¢. Itea 6 - Vulnerability of the Soviet orbit. State hea ree. 
working on this subject and Las discusse@ with CIA. It ip prox sad 
to produce a lations: Intelligence Estimate in the near future. 
Recommendation: 
1. ‘That Panel B prepare an outline of the eurvey report 
mentioned in item I.A.(7) end specify those fectors on which an init: ti 


intelligence contribution ig desired. 
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